
TO QUEEN ELIZABETH 

L ONDON Bridge is falling down, 
l Falling down, falling down. 

My Fair Lady. 

Be it said to your renown 

That you wore your gayest gown 
And bravest smile 

AND STAYED IN TOWN! 

While London Bridge 

Was falling down, falling down. 
My Fair Lady. 

(Tribute to The Queen from Chicago Tribune) 
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